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PERSONNEL 


8 August 191 


STAT 


ANNOUNCEMENT OF APPOINTMENT TO KEY POSITION 
OFFICE OF THE DIRECTOR 


During m/ absence from neon, 10 August 1977 until 19 August 1977, 
Mr. John F. Blake is the Acting Director of Central Intelligence. 


atansf.i.aid. S.^/- 

STAMSFIELQ TURNER 
Di rector 
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